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Ce THE ANOMALY OUTLINED IN THE PEF. EVIDENCED ITSELF ON REV ‘42 


WHEN THE LIFEBOAT TIMER WAS STAPTED WITMOUT DIRECT ACTIVAT 


ION. 


THERE IS A LOW PROBABILITY THAT AN UNPROGPAMMED PECOVERY' COULD 
OCCUP. TO MINIMIZE THIS PROEABILITY AND YET PROVIDE mMaXxIMum 


POSSIBLE USEABLE COVERAGE, PECOMMEND THAT YOU TAKE AS Many 
PROFITABLE OPERATIONS AS FEASIBLE WITHIN NEXT TWO DAYS. 
SECOND RECOVERY IS PLANNED OW PEV 144, 

DMU WAS FIRED SUCCESSFULLY ON PREV 1 3QRP ev oes vor 
APPEAP TO AFFECT EXISTING ANOMALY. 
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